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Effective parallel combustion control is po.sible because of accurate 
feed rate of 100 pounds of coal for each turn of head shaft. Feed rate 
is independent of specific volume changes of coal due to moisture 
variation, coal sizing or volumetric efficiency. Total coal flow can be 
divided exactly among several pulverizers of a single boiler. Send 
for Bulletin 198. 
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